OLD  NEWTON  HALL  IS  WHERE  MUSIC 
BIOLOGY  AND  HEALTH  WERE  TAUGHT 
THE  RIGHT  HAND  SIDE  DOWNSTAIRS 
AND  ALL  THE  UPSTAIRS  WAS  MUSIC. 
THE  LEFT  HAND  SIDE  DOWN  STAIRS 

WAS  BIOLOGY  AND  HEALTH.  THE 
PRESENT  LIBRARY  IS  ON  THIS  AREA 
TODAY. 


LUCILLE  WOOD 
BOX  12  ECJC 
DECATUR,  MS  39327 

a/"/?/ 


I 


4 


The  old  classroom  building,  this 

AREA  IS  WHERE  NEWTON  HALL  IS 
TODAY . 
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